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PAGE 01 OECD P 10827 181939 Z 
71 

ACTION EB-11 

INFO OCT-01 CIAE-00 COME-00 DODE-00 INR-10 NSAE-00 RSC-01 

TRSE-00 EUR-25 AEC-11 ADP-00 /059 W 

104537 

R 181830 Z APR 73 
FM USMISSION OECD PARIS 
TO SECSTATE WASHDC 9395 
INFO AMEMBASSY WARSAW 

CONEIDENTIAL OECD PARIS 10827 

EXCON 

E. O. 11652: XGDS-1 

TAGS: ESTC, COCOM, UK, PL 

SUBJECT: UK SOLID TANTALUM CAPACITORS TO POLAND - IL 1562 
REP: A. COCOM DOC (73) 479 B. STATE 57532 

1. UKDEL HAS NOW CONFIRMED THAT RADIO- TELEPHONES FOR WHICH 
CAPACITORS ARE INTENDED IN BOTH THIS CASE AND DOC (72) 391 

ARE SAME AS THOSE INVOLVED IN DOC (70) 1402. 

2. US VIEWS ARE DUE ON MAY 2. PLEASE INSTRUCT. 

BROWN 


CONEIDENTIAL 
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Document Number: 1973OECDP10827 

Document Source: CORE 
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Executive Order: RR 

Errors: n/a 

Film Number: n/a 

From: OECD PARIS 

Handling Restrictions: n/a 
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